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Machine Or Operation: 


M304TS0750W065 
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Description : 


304 SO Tube.75x.75x.065W 
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Comment: Qty.: 
5.2500 f(s)/Unit. 
Total: 
210.0000 
f(s) 


304 SQ Tube.75x.75x.065W 


(M304TS0750W065) 


Material: 304/316 SS tube 0.065" wall 
Batch 01 10 7 gS , 
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Comment: LAN'DiNG 
GEAR RESOURCE 
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CuP/4" 
x 3/4" square tubing 60.00" long. 
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Comment: BENDING 
MACHINE 


Form 
03166-1 
Basket Hoop as per Owg 03166 using Bending program 350 BASB, and folio FT004. 
,:.1b f-.r- I. 
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Comment: 
DIMENSIONAL 
CHECK 


Inspect Basket Hoop dimensions 
with template 
03166-1-T1 
(OT8302) 


5.0 
PACKAGING 1 
PACKAGINGRESOURCE#1 


1/11111111111111111111111 


Comment: PACKAGING 
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, 
II: 
\,./ 


Job Completion 


111111111111111111111111111111111111111111111 
/ 


Gvo1l)'I~ 


. 


, 


Page 2 
Form: rprocess 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 
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Approval 
Approval 
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NCR: 
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Corrective Action 
SectionS 
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SCALE 


NT:; 


DART AEROSPACE 
LTD 
HAWKESBURY, ONTARIO, CANADA 


D3166 


BASKET HOOP 


NEW ISSUE 


'3'3+{-1 
~s 
16.0 


TITLE 


DRAWING NO. 


DRAWN BY 
C(J 


02.07.10 
{(l 
fA.ott.O&' 


02.07.10 


A 


Al 


.DESIG~ 


CHECKl 


DATE 
I.~.I 


D3166-1 
BASKET 
HOOP 
1) 
MATERIAL: AISI 
304/316 
SS 
SQUARE 
TUBING, 
0.75" 
x 
0.75" 
x 
0.063 
WALL, 
60.00" 
LONG 
(REF 
DART SPEC. 
M304TSO.750W.063) 
2) 
FINISH: 
NONE 
3) 
TOLERANCES 
ARE PER 
DART OSI 
018 
UNLESS 
OTHERWISE NOTED 


~36.G 
tP ?/6 -t/_1 II 
Ah 


SHOP COpy 


RETURN TO 
ENGINEERING 
UNCONTROLLED 
COPY 


SUBJECT TO AMENDMENT 
WITHOur 
NOTICE 
W'Y3J< ~R))l}R. 
NO.~.x- 


D3166-3 
BASKET 
HOOP 
. 
1) 
MATERIAL: AISI 
304/316 
SS SQUARE 
TUBING, 
0.75" 
x 
0.75" 
x 
0.063 
WALL, 
120.00" 
LONG 
(REF 
DART SPEC. 
M304TSO.750W.063) 


3 
2) FINISH: 
NONE 
) 
TOLERANCES 
ARE 
PER 
DART OSI 
018 
UNLESS 
OTHERWISE 
NOTED 
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